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[Abstract:] The entries of deduction in the returned books of the Register of Deposits... 80 


Treasury Department, 
Bureau of the Mint, 
Washington, D.C., 
January 16, 1882 


Sir: 


I have received your letter of the 13th inst. asking whether I desire the deductions on each 
bar to be entered in the book of the Register of Deposits or whether aggregate deductions for the 
whole amount of purchases from each seller at the foot of columns will answer my purpose. 


Understanding your inquiry to relate to the Register of Deposits books for the last and 
previous quarters, which were returned to you, I answer, that the entries in those books should 
conform in this respect to the entries which were made in the weigh clerk’s book, of which, as I 
explained to you in my letter of the 6th inst., it is to be nearly a duplicate. If the deductions on 
the weight clerk’s book were made on the aggregate weight of a number of bars, the Register of 
Deposits’ book must, of course, have the same entries. 


I have assumed that the weight of each deposit, as stated on the abstracts, and on the 
assay reports, will be found to agree with the true weight as entered upon the weigh clerk’s book, 
from which they are taken. If this is not the case, the method of making the entries hereafter in 
the weigh clerk’s book should be changed, and when the books of the Register of Deposits are 
returned, I can advise you whether any objections occur to me in regard to the method of keeping 
these books. 


Respectfully, 
Horatio C. Burchard 
Director. 


A. Loudon Snowden, Esq., 
Supt. Mint of the U.S., 
Philadelphia, Pa. 


